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BILL NO. S- 


76 - 12 - 3 ^ 


SPECIAL ORDINANCE NO.,S- 




AN ORDINANCE approving a contract with 
Westinghouse Electric Supply Co. for 
materials for the Street Lighting 
Department. 


BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF 
FORT WAYNE, INDIANA: 

SECTION 1. That the contract dated November 30, 1976 
between the City of Fort Wayne, by and through its Mayor and the 
Board of Public Works and Westinghouse Electric Supply Co., for: 
100,000 Feet #12 TW Copper Wire; Stranded: 

50,000 ft. white 


50,000 ft. black 


2 6.5 0/M' 


TOTAL: 


$2,650.00 


all as more particularly set forth on City Utilities Purchase 
Order No. 8535, which is on file in the Office of the Department 
of Purchasing and is by reference incorporated herein, made a 
part hereof and is hereby in all things ratified, confirmed and 
approved. 

SECTION 2. This Ordinance shall be in full force and 
effect from and after its passage and approval by the Mayor. 



APPROVED AS TO FORM 













Read the first time in full and on motion by seconded by 

_, and duly adopted, read the second time by title and referred 


to the Committee on ^4 


f ar,* thn Pity PI Q pQ ImiSgjOTl for 

recommendation) and Public Hearing to be held after due legal notice, at the Council 

Chambers, City-County Building, Fort Wayne, Indiana, on _, the day 

°f ~~ , 1976, at ^5'clock 


DATE: 




CITY CLERK 


JL 




Read the third time in full and on motion by 
seconded by__. and duly adopted, placed on its passage. 


PASSED r L&S?) by the following vote: 



AYES 

NAYS 

ABSTAINED 

ABSENT TO-WIT: 

TOTAL VOTES 

m 

[ 1 

I 1 

1 / 1 1 1 

BURNS 

C-' 




HINGA 

L/ 




HUNTER 





MOSES 

o' 




NUCKOLS 

o' 




SCHMIDT, D. 





SCHIMDT, V. 





STIER 





TALARICO 





DATE: /^ ‘ 


CITY CLERK 


Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, 



f SPECIAL) C A PPROPRI AT ION ) 
on the 1976. 


ESIDING OFFICER 
Mayor of the City of Fort Wayne, Indiana, on the 
_, 1976, at the^our of //■ ^ ^o 'clock ^ M .,E.S.T. 






CITY CLERK 


Approved and signed by me this 
at the hour of ILIA o'clock_ 







































































































S-76-12-36 


. CilY UTILITIES 


We, your Committee on _ 


REPORT OF THE COMMITTEE ON _ 

City Utilities _ to whom was referred an Ordinance 


approving a contract with Westinghoose Electrtc Supply Co., for 

materials for the Street Lighting Department 




































Memorandum 

To H.P. Wehrenberg, Board of Works _p ale Nov. 30, 1976 

From Ruth Winget, Purchasing Department 

Subject Quote #974, 100 ,000 Feet Copper Wire 


COPIES TO: 


J.F. Morreale 
J. Shoulders 


Herewith are quotes (Quote #974) relating to Purchase 
Order #8535 which is prepared favoring Westinghouse Electric 
Supply Co. for 100,000 feet #12 T.W. Copper Wire for 
Street Lighting Department. 


Nine (9) vendors were invited 
Electric Supply Co. being the 


Westinghouse Elec. Supply Co. 
Dynalectric Supply Co. 

General Electric Supply Co. 
Graybar Electric Co., Inc. 
Phelps Dodge Cable & Wire Co. 
All Phase Electric 
National Mill Supply Co. 
Central Supply Co. 

T.W. Cortim Corp. 


to quote. Westinghouse 


lowest. 

PRICE 

26.50/M‘ 
26.67/M * 
26.95/M' 
2 7.12/M * 
2 7 . 26/M' 
28.00/M' 
.02865/Ft 
30.00/M ' 
.0320/Ft. 


TOTAL 

$2,650.00 
2,667.00 
2,695.00 
2,712.00 
2,726.00 
2,800.00 
2,865.00 
3,000.00 
3,200.00 


Attached are the following documents in support of the 
recommendation for acceptance of Westinghouse Electric 
Supply Co. bid. = 


1. Copy of Westinghouse Electric Supply quote. 

2. Copy of Purchase Order 

3. Memorandum from Purchasing Department 

It is urged that in referring this quote to the City 
Council for enactment of an ordinance, that all of the 
attached items, together with this memorandum (or copies) 
be included with the proposed ordinance. 


Please make sure that no confirming Purchase Order Number 
is given to Westinghouse Electric Supply Co. until evidence 
of Council approval is furnished to the Purchasing Department-. 



A . C/'Lord 















©OW ®[F IF®G8TBMW1IE 

"CITY UTI1ITIES 

/a-//// 


ORIGINAL ~ 
PURCHASE ORDER NO, 


8535 


DEPARTMENT OF PURCHASES 
ROOM 950 CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN SJREET 
FORT WAYNE , INDIANA 46802 


Tnis number must appear on each pack¬ 
age, packing slip, invoice, bill of lading, 
express receipt and correspondence. 

n at e Nov. 30, 19 76 


r n 

Westinghouse Electric Supply Co. 
125 E. Murray 3X. St. 

Fort Wayne, Indiana 46803 

L J 


St. Lighting Dept. 
1701 S. Lafayette-*St. 
Fort Wayne, Indiana 


MAIL ALL INVOICES TO - 

CITY UTILITIES 
GENERAL ACCOUNTING 
4th FLOOR CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN STREET 
FORT WAYNE, INDIANA 46802 
INVOICE IN DUPLICATE, INCLUDING 
CERTIFICATION AS REQUIRED ET 
INDIANA STATE BOARD OF ACCOUNTS 


Feet #12 TW Copper Wire; Stranded: 
50,000 ft. white 
50,000 ft. black 


Per quote #974 
2% 10 days net 30 
F.O.B. Factory 


S UBJECT TO COUNCTLMANTC APPROVAL . 

'A. SLwv 


26.50/ 1 



IT 

























TITLE OF ORDINANCE SPECIAL ORDINANCE - City Utilities Purchase Order 8535 _ 

DEPARMT REQUESTING ORDINANCE board of public works _ 

. 

SYNOPSIS OF ORDINANCE City Utilities Purchase Order 8535 to Westlnghouse Electric 
SuppIv Company in amount of $2.650.00 provides for the purchase of 100,000 

feet of Copper Wire to be used by the Street Lighting Department. 

This was the low of nine bids received. . ...- 


(SEE ATTACHED TABULATION AND BIDS) 


EFFECT OF PASSAGE Provide wire needed for Street Light installations 


EFFECT OF NON-PASSAGE Failure to provide inventory for light installations 


MONEY INVOLVED (Direct costs. Expenditures, Savings) cost to utility,to_be_ 

rpinihnrsed bv City as installations are made. 


ASSIGNED TO COMMITTEE 































